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this field he was responsible for all health 
physics work at Los Alamos and, in addition, 
served as a member of the Radiological Safe- 
ty Group and as Advisor to the Test Director 
at all weapon tests in Nevada and at the Pa- 
cific Proving Ground since 1951. In recent 
years, DR. WHITE was engaged principally in 
research on developing new methods of fore- 
casting fallout following atomic and hydrogen 
bomb detonations. 

DR. WHITE is survived by his wife and two 
daughters. He was a member of the American 
Physical Society, Radiation Research Society, 
and of the AMERICAN INDUSTRIAL HYGIENE AS- 
SOCIATION. He was the Program Arranger for 
the Radiation Section at the annual meeting of 
the AMERICAN INDUSTRIAL HYGIENE ASSOCIATION 
in the spring of 1955. 


H. HOLDEN, Chief Chemist at the Pittsburgh 
« Testing Laboratory, died October 2, 1955. 
Born in Amherst, Massachusetts, the son of a 
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minister, MR. HOLDEN received his elementary 
and high school education there; he attended 
Roxbury Latin School and entered Tufts Col- 
lege at Medford, Massachusetts, in 1912. Af- 
ter two years study at Tufts, MR. HOLDEN 
resumed his study at the University of Kan- 
sas, where he was awarded his degree in 
Chemical Engineering in 1917. 

He served as a Sergeant in the Chemical 
Warfare Service during World War I. At the 
completion of his army career, MR. HOLDEN was 
employed with Tulsa Laboratories for a couple 
of years before returning to Massachusetts for 
graduate study at Massachusetts Institute of 
Technology. He joined the Pittsburgh Testing 
Laboratory in 1923. Mr. W. F. Walters, who 
has been assistant to MR. HOLDEN for two years 
is assuming the duties of industrial hygiene 
with Pittsburgh Testing Laboratory. MR. HOL- 
DEN was Secretary-Treasurer of the Pittsburgh 
section of the AMERICAN INDUSTRIAL HYGIENE 
ASSOCIATION in 1947 and President in 1949. 
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